IRON IN ART

PLATE III

BY   COURTESY   OF   (I)   THE   DIRECTOR   OF   THE VICTORIA   AND  ALBERT  MUSEUM,    (2)   B.   CLAYTON,   (3J   ZIKMUND  REACH
ENGLISH AND CONTINENTAL  IRONWORK
1.   Iron grille by John Tresilian, at St. George's Chapel, Windsor.   It was      3.  Iron   railing, by  Jorg  Schmidhammer, around tomb  of Maximilian  I.
originally made to protect the tomb of Edward IV.                                           at Prague; about 1573
2.   Iron-mounted south door of Uffington Church, Berkshire, England
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